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	Lucky Grenade

"zzzz"

"zzzz"

"HUH? Why am I sleeping in a random building? I need to defeat the Combine" said Gordon. Gordon sat up on his bed thinking what he was doing. Gordon now realized that he was slacking off and fell asleep. Gordon opened the door and saw 10 combine fighting Barney and Alyx.

"Oh no! What am I doing? I need to help them!" said Gordon.

"Gordon over here! HELP!" exclaimed Alyx Vance.

Gordon reached into his pockets to see if he had any guns. He had none.

"GORDON! GET THE HELL OVER HERE!" exclaimed Barney.

"Barney! I need a gun, do you have any?" shouted Gordon.

"Yes, hurry over here! I have a Pulse Rifle I could lend you" shouted Barney.

Gordon rushed as fast as he could towards Barney, while dodging gun shots from the Combine. Barney handed Gordon the gun and they teamed up, once again. Gordon was defeating the 10 Combine, one by one and they eventually defeated them. Alyx gave Gordon a hug.

"Gordon, where have you been?" said Alyx.

"Oh sorry, Alyx. For some reason, I fell asleep out of random, then I woke up and saw you guys fighting Combine. Sorry I wasn't there for you" said Gordon.

Alyx, Gordon, and Barney ran there way to their next path to fight more Combine. What kind of trouble will happen next?


End file.
